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CONFIDENTIAL OECD PARIS 19708 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, CH, JA 

SUBJECT: JAPANESE SAMPLING OSCILLOSCOPE TO CHINA - 
IL 1584 

REF: COCOM DOC (75) 1520 

1. URGENCY PROCEDURE, MODEL TR-4821 (TAKEDA RIKEN) 
SAMPLING OSCILLOSCOPE, VALUE $3,426. 

2. COMPONENTS AND SPECIFICATIONS AS FOLLOWS: 

(I) VERTICAL UNIT 

BANDWIDTH: DC -1.7 GHZ (WITH CONVERTER) 

AMPLIFIER BAND: 100KHZ 

RISE TIME: 200 PS PLUS-MINUS 10 PERCENT 

DYNAMIC RANGE: 1.6 V 

MAX. IMPUT VOLTAGE: PLUS-MINUS 5V DC 

(II) HORIZONTAL UNIT 

SWEEP SPEED: 1 MS/CM-20MS/CM 
MAGNIFICATION: XI TO X100 

(HI) TRIGGER FUNCTION 

TRIGGER MODE: TRIGGER OR SYNCHRONIZED 
AMPLITUDE RANGE: INTERNAL 20 MV TO 2V SUB PP 
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EXTERNAL 3 MV TO 300 MV SUB PP 
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FREQUENCY RANGE: UP TO 1.8 GHZ 

3. END-USER ELECTRICAL LABORATORY, QINGHUA UNIVERSITY, 

PEKING, FOR LABORATORY PURPOSES. 

4. URGENCY PROCEDURE INVOKED ON SAME GROUNDS AS IN 
COCOM DOC (75) 1478. BROCHURES BEING POUCHED JULY 31. 

5. ACTION REQUESTED: INSTRUCTIONS BY AUGUST 5. 

TURNER 
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